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LIMITED OFFICIAL USE CAIRO 5753 

E.O. 11652: N/A 
TAGS: ASEC 

SUBJ: ELECTRIC LOCK FOR RECENTLY INSTALLED CCC ENTRANCE DAYGATE 

1 . AS PART OF CCC PROJECT A NEW DAYGATE WAS INSTALLED AT COMMON 
AREA ENTRANCE. HOWEVER, POST DOES NOT RPT NOT HAVE REQUIRED 
ELECTRIC LOCK (SL-4002, MRL MODEL 8420-S-SCR WITH OPTION C AND 
ELECTRIC DOOR OPENER SL-4007, TRINE MODEL 001). 

2. PLEASE POUCH ABOVE MATERIALS ASAP. 
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